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FIG. I8.~EXPERIMENT TO SHOW PERCOLATION AND ABSORPTION OF WATER BY
DIFFERENT SOILS.
One hundred cubic centimetres of water have been poured on to (i) a ^andy soil ;  (2) a peaty soil;   (3) a clay
soil; (4) a clay soil puddled with a little of the water, in which case little or none of the water percolates.
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